“) 763 Worthington Ridge 


1740 
Colonial 


Worthington Historic District 


1934 WPA Census of Old Buildings in Connecticut Survey at the Connecticut State Library Digital 
Collection. Slide # 45 
1760 current owner: William Scott Worthington Ridge Road, faces west near school 
Wood building, peak roof, central brick 
chimney just off ridge in front, two stories 
anda half, 9 window front, paired, 8/12 up, 
6/6 - 3 “ overhang at front and gable end at 
2" floor level, cut stone foundation, 


1985 Townwide Historic and Architectural Survey of Berlin, Connecticut. Survey # 183 
1750 current owner: Robert & Martha Baumann Sketch 
2018 Town of Berlin GIS Index. 


1740 current owner: Robert & Martha Baumann 


Berlin Historical Society photo 


1936 or 1938 hurricane 
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T 1. BUILDING NAME (Common) (Historic) 


2. TOWN CITY VILLAG COUNTY "4 
3 | BeElin Hartford 
Ee R NO NUMBER (and> or location) 
6 763 Worthington Ridge 16-1/106/11 
re 7 OWNER(S) 
= Robert A. & ; Oo FE 
Zz Bauman, Martha S. " re Berlin 06037 Public Privote 
° 7 USE (Presenil Tistorie) 
- Residence Residence 

e ACCESSIBILITY EXTERIOR VSIBLE FROM PUBLIC ROAD INTERIOR ACCESSIGLE FY XPLAIN 

TO PUBLIC: Q) Yes C) No 0 Yes [X}no 
YLE OF BUILDIN D OF co UCTION 
Vernacular ex 1750 
8. M RIALIS) (Indicate use or location when appropriate) 
th 

OD Clopboord Asbestos Siding D0 Brick Biol 

O Wood Shingle Elascreis Siding Aza) Fieldstone 

‘S Boord & Batten 0 Stucco O Cobblestone 

— je gid Coursed ashlar brownstone foundation 

7 STRUCTURAL SYSTEM 

(3 Wood frome 0D Post and beam O balloon 

O Lood bearing masonry OD Structural iron or steel 

a Other (Specify) 

TO. ROOF (Tepe) 

(4 Gable O Flot aa Mansord O Monitor 0 sawtooth 

Other 

z =, Gombrel 0 Shed fe} Hip oO Round (Specify) 
° 
5 (Moteriol) 
= Roll 
re] oO Wood Shingle Aspholt O Tin 0 Slote 0 Goble end to the street 
w Other 


() Sitirop: Elsie 


APPROXIMATE DIMENSIONS 


() Speceity) 


(3 Aspholt shingle 


11. NUMBER OF STORIES 
2 1/2 


36" x 38" 
ONDITION (Str tial) TRAterim) 
, 
O Excellent (4 coos C Fair O Deteriorated iw Excellent 
13. INTEGRITY (Lm ation) WHEN ’” (Alterations) iF YES, EXPLAIN 
On original sae 
M site 4 (lined Cl Yes a No Siding 
REL D OUTBUILDIN OR LAND URES 


J Born O Shed DO Goroge 
0 otha {3} Shop CJ Gorden 


1S. SURROUNDING ENVIRONMENT 


DO Open land pene [J Residentiol 
Indus- 
1) Commercial fal (J Rural {x) High building density 


16 INTERRELATIONSHIP OF BUILDING ANO SURROUNDINGS 


FOR OFFICE USE ONLY 


Town No.: Site No.: 
me Tor id 
OISTRICT IF NR, SPECIFY 


C)s Fyne | Do actust [1 Potentiot 


(3 Ridge parallel to the street 


&) Gout : D Fair iB bi eleacoerdt 


1D Other landscape features or buildings (Specify) 


is) Scottered buildings visible from site 


Near Worthington Meetinghouse, in an area with many 18th-century 


houses. 


(OVFR) 


PHOTO 


°| COMPILED BY 


DESCRIPTION (Continued! 


SIGNIFICANCE 


Es 


PHOTOGRAPHER ) 
NEGATIVE ON FILE 
el eo ee 
M DATE 
Historic Resource Coneuiterts | 12/94 
Tia W Ye’, 


U 


25 Van D 
Hartford, Connecticut 06106 
6 QUEN 1ELO v UATION'. 


17 OTHER NOTABLE FEATURES OF BUILDING OR SITE (interior and/or exterior) 


This house has a five-bay facade with a central entry. Facade win- 
dows are paired and offset towards the corners; second-floor windows 


are located high under the eaves. First-floor windows on all elevations 


are fitted with old 6-over-4 sash; those on the second floor have old 
8-over-12 sash with broad muntins. Entry detailing is recent, with 

a Tuscan-columned, gabled entry shelter and c. 1930 poured-concrete 
steps. Hewn overhangs are found at the second floor and across the 
gable ends; the molded cornice shows a partial return at the front 
only. The right elevation has an entry protected by a Victorian 
shelter on jigsawn consoles. 


This house is significant as a well-preserved example of an 18th- 
century central chimney house. Typical 18th-century features include 
the five-bay facade, the location of the second-floor windows, the 
ridge-parallel-to-street orientation, and the hewn overhangs. The 
survival of virtually all of the house's old sash (including the very 
early 8-over-12 broad-muntin sash) adds considerably to its value. 


Little could be discovered about the early history of this house. 
A mid-19th century occupant, one Samuel Bosworth, was arrested on 
morals charges at the nearby Berlin Hotel. 


/ 


Berlin Free Library Collections 


